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15 JUL 1980 


MEMORANDUM FOR: Chief, Policy and Plans Group 


FROM: 
Acting Deputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
10 - 16 July 1980 (U) 


2. The Acting Director, Office of Federal “Agency Safety 
and Health Programs (OFASHP), Department ‘of Labor, in a 
letter to the CIA Safety Officer,-advised that OFASHP had 
received a request under the-Freedom of Information Act for 
a copy of all epenctes | eunual Occupational Safety and Heaith 
reports for CY 1979,-“‘These reports are submitted annually in 
compliance with~the requirements of the Occupational Safety 
and Health-ACt. A reply was prepared to OFASHP providing 
proper “channels in the CIA for the request. (U) 


3. The proposed revisions of 29 CFR 1960 "Basic Pro- 
gram Elements for Federal Employee .Occupational Safety and 
Health Programs and Related Matters" was received from the 
Office of Management and.Budget with a request for review 
and comments. Members of the Safety Group reviewed the docu- 
ment and prepared a response for the signature of the Deputy 
Director- of cet Intelligence. (U) 


oa 


4, on July a member of the Safety Group met with a 
representative-of the Domestic Security Branch and the 
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Pe eee a reviewed drawings for perti- 
nent safety and security items for the 22,000 square feet in 
a proposed. Sperattons building. (U) 


¢~a member of the Safety Group “net with 
representatives of the Technical Support-Branch, Office of 
Communications (OC), and Real Estaté and Construction Divi- 


sion, Office of Logistics, and “reviewed alternati 
roviding a fire suppresSion system 
lerrl oo has objected to the proposed installation of a 


pe sprinkler system. As a result of the meeting, it 
was determined that a dry-pipe sprinkler system would provide 
a commensurate level of fire protection and would be accepta- 
ble-to OC. (U) 


7. On 11 July, a special briefing was held for U.S. 
Capitol Police on support provided by the Directorate of 
Physical, Technical and Overseas Security for Agency person- 
nel testifying on Capitol Hill. (U) 

Avertte.- 
- During the reporting period, two officers eme*in 
A onducting audio countermeasures inspections, physical 
sécurity surveys and security equipment maintenance. (C) 


9. During the reporting period, two officers of the 
Overseas Security. Support Branch continued on survey trips, 
one in-Latin America and the other in Central America. (C) 


10. During the reporting period, the Office of Data 
Processing turned over an operational version of an after- 
hours audit trail for the VM system to the Information 
Systems Security Group (ISSG).for its further evaluation. 
The audit trail will provide data on after-hours user 
activity which will be supplied to the ADP Control Officers 
in major Agency components on a periodic basis. From this 
data the ADP Control Officers may review the pattern of 
activity to detect unusual occurrences. Experience with 
this simple “version will be beneficial to ISSG in constructing 
more sophisticated audit trails for different circumstances. 
(U/AIUO) 
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11. Two officers of the Directorate of Physical, 
Technical and Overseas Security attended a day-long APEX 
seminar at the TRW McLean facility. This seminar was spon- 
sored by a select group of major contractors to seek answers 

. and guidance on implementation and conversion phases of APEX. 
U.S. Government attendees included the APEX Control Group, 
the APEX Industrial Working Group, and representatives from 


the Office of General Counsel and Office of Logistics. 
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